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There is a typesetting error remaining in equation 1, despite the Note Added in Proof indicating that the equation has been 
corrected.The second reaction step should not have a reverse arrow.The correct equation is as follows: 




This correction note may be found online at DOI: 10.1371/journal.pbio.0030428. 
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